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Kilgo House of Duke University with its 
distinctive tower, was named for Dr. John 
Carlisle Kilgo who from 1894 to 1910 was 
president of Trinity College, predecessor to 
Duke University. First used in 1930, the House 
contains eight dormitory sections. 
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D-31 — Kilgo House, Freshman Dormitory £ 
Duke University, Durham, N. C. 
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